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Quotation Number US-AJ-Govern-189904 

Coverage Period : 1 -Jan-2013-31 -Dec-2013 

Quotation Date : 12-Dec-2012 

Rev. 2 



Direct To: 


Direct Inquiries To: 


Government Scientific Source 

637 N Pleasant St Morril Bldg Rm N251 C/o Amherst Drug 
Lab 

Amherst, MA 01003-9298 
United States 


Agilent Technologies Inc. 

2850 Centerville Road 
Wilmington DE 19808-1610 
United States 

Phone: 1-800-227-9770 opt 1, then 5 
Fax# 302-633-8954 


James Hanchett Email: agreements_lfssupport@agilent.com 

Phone: (413) 545-2606 Website: agilent.com/chem 

Email: James. Hanchett@state.ma. us 


Adam Doyle 

Phone: 615-649-3783 

Email: adam_doyle@non.agilent.com 


System Name 

Model Description 

Service Description 

Start Date 

End Date 

*EGS 

Total Price 

SYS-GC-6890 

GC 6890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 

SYS-GC-6890 

GC 6890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 

SYS-GC-6890 

GC 6890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 

SYS-GC-7890 

GC 7890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 

SYS-GC-7890 

GC 7890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 

SYS-GC-7890 

GC 7890 System 

Advantage Bronze 

1-Jan-2013 

31-Dec-2013 


2,460.00 


*End of Guaranteed Support for earliest module 


Total Before Tax 

14,760.00 USD 

Regional Discount 

-2,214.00 USD 

Total 

12,546.00 USD 


The configuration and supporting pricing details below are for Budgetary Quote purposes only 

This is not a binding document, and is intended to give you a detailed configuration and a rough pricing estimation 

Variations in final pricing include the following: 

-Currency fluctuations if you pay in a currency other than US dollars 

-Business Terms different from Agilent’s Standard (acceptance, warranty, payment,...) 

-Configuration changes 
-Pricing changes 

Omissions in the attached rough price include, but are not limited to applicable taxes and discounts, should any apply. 
If this Budgetary Quote presents an agreeable solution, a Formal Quotation with final pricing will be prepared. 



Learn more about Agilent’s new Mvmteisp Ham and our lull range of 

laboratory productivity solutions optimized for your applications and workflows. 
Visit us at www.agaient.com/shem 
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